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MEMORANDUM FOR: Project Security Officer 

SUBJECT: AQUA TONE Clearance* for Ad Hoc 

Requirements Committee Personnel 


1. You are aware that in the course of meeting# of the 
Ad Hoc Requirement# Committee on Project AQUATONE there 
have been numerous occasions on which briefings regarding 
AQUATONE capabilities have taken place. Illustrations of such 
briefings arethoseregarding camera configurations, EUNT 
25X1 D equipment, 

25X1 A 2 , Recently ha* made a check as to the 

clearances which hav^Jeer^ccorded such personnel. This 
review shows that the following have not been cleared by AQUATONE 
and, accordingly, are not registered. It is my belief and so recom- 
mend that you provide such clearances. 

Major Paul K. Hoffman, USAF 
Col. Urauhart P, William s, USA 

25X1 a 

Major John F. Rupert, USA 
Col. Ylrgit ZoUer , AFOIN 
Major Edward Ceton , AFOIN 
Col. William L. Walker, AFOIN 
JLt. Col. Ridgely D. Kemp, AFOIN 
Major William H. Thomas, AFOIN 


25X1A 


JQRjcw 

llcZ-addressee 
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JAMES Q. REBER 
Chairman 

Ad Hoc Requirements Committee 
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